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Report of Judge of Elections. 

Sixteen members entitled to vote have sent 
in their ballots for officers of the Chapter for 
1894, with the following result. 

For President: John A. Bryant, 1. Wil¬ 
lard N. Clute, 15. 

For Vice-President: A. W. Carpenter, 1. 
R. M. Strong, 15. 

For Secretary: I. C. Greene, 6. Wm. B. 
Caulk, 9. 

For Treasurer: Lynds Jones, 16. Messrs. 
Sage and Oldfield, both nominated, resigned. 

For Executive Council: Ned Hollister, 11. 
D. D. Stone, 9. J. E. Dickinson, 8. Ed. Van 
Winkle, 7. H. E. Miller, 5. H. W. Menke, 
4. S. J. Adams, 1. John H. Sage, 1. John 
A. Bryant, 1. Harvey C. Campbell, 1. The 
offices are therefore filled as follows : 

President— WILLARD N. CLUTE, 

Binghamton, N. Y. 

Vice-President— REUBEN M. STRONG, 

Oberlin, Ohio. 

Secretary— WM. B. CAULK, 

Terre Haute, Ind. 

Treasurer —LYNDS JONES, 

Oberlin, Ohio. 

Executive Council — NED HOLLISTER, 
D. D. STONE, J. E. DICKINSON. 
FRANK L. BURNS, 

Judge of Elections. 

I find the above correct—LYNDS JONES, 

President. 


